BUSSINESS NAME 
Australian clinical labs 


Phone 
03 9538 6777 


Address 
1868 Dandenong Road CLAYTON VIC 3168 
URL 


Https;//www.clinicallabs.com,au/ 


Opening timing Hours 
Monday 8am-6pm 
Tuesday 8am-6pm 
Wednesday 8am-6pm 
Thursday 8am-6pm 

Friday 8am-6pm 
Saturday 9am-12pm 
description 


Blood Pressure Monitor - by appointment only, bookings must be made.ECG's 
available at all Collection Centres - no booking necessaryHolter Monitor by 
appointment only - bookings must be made. Spirometry by appointment only 
- bookings must be made. Availability:M to F: 8am - 6pmSat: 9am - 12noon 


Social Links 


https://web.facebook.com/healthdirectaus/?_rdc=1&_rdr 
https://www.instagram.com/healthdirectaus 


Logo https://www.healthdirect.gov.au/australian-health-services/healthcare- 
service/clayton-3168-vic/australian-clinical-labs-clayton 


Keywords 


Australian clinical lab clayton 
Australian health services Clayton 


Australian immunological center clayton 


